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i\eruic*uy. ana otner critics ot the War- 
ren Report, contend that a sl:ot was 
' firm'd l rum *n f r* ni nf the motorcade by 
a second assassin hiding on a grassy 
Vn«/u facing the presidential ear. 

Dr. Lattimcr said the photos of the 
.wound in the bock of the neck show 
•*wnat appears to be a circular braise 
which b typical .>! wounds of entry.’* 

In addition, be swd» the X-rays 
prove that the front and back bullet 
holes were made by the same bullet, 
which passe H tWeU^n *h«» President's 
body ar.d left wo tm> Rakes ot metal 
and hair in tne tissues along the path 
between the two holes. 

IN ANNOUNCING his findings, Dr. 
lap timer said the X-rays “eliminate 
any doubt “ about the validity of the 
Warren Gxui.rssion conclusion that 
tJiwrdrt fired the shots from the Texa* 
Honk Dcposiiiuy. 

i Dr. Lattimcr was allowed access to 
65 X rays, color transparencies and 
black- and wiiite negafves taken during 
the autopsy which ha\ e been the iocu3 
of controversy because the Kennedy 
UR. JOHN K. LATT1MER, first private physician I.imny had pin' iausiy guarded then-, o 
given access to autopsy and X-ray pictures of Turn t« Page 8, Column I 

ui* . President John F. Kennedy’s body, draws a lino continued (ram Page I 

0* indicating path of bullet which entered the bach 

' ' ' rXMttLva neck and exited from the throat, closely that only certain repr«enl«- 

A MuN/ a B ® LK d *“ * hv nr)Ul lives of the government wvre allowed 

Second line was path of bullet as drawn by artis ^ SCtf j|,em 

or the Warren Commission, which Dr. Lattimcr Garrison wont mio tederal court to 
<SW done “by hearsay" and was therefore g3m access to the utopsv records for 

toe parallel to the croud. <AP Wirephoto.) the Show trial and a federal judge or- 
■. ’ w • dered them produced. When the Jus- 

tice Department announced it would 
appeal tnat decision, thr* DA rested hf 
case without iutroriucirg them. 

UNOFFICIALLY, U has S>en ex- 
plained that the photos were sup- 
pressed to spare the Kennedy inm v 
anguish, because the second bullet 
hit the President biased atvay most if 
the right side oi Irs braui. Dr Lai‘.- 
mer described pheto-i of ti;° wound as 
“horrible.” adding that the pictures 
should never be made public. 

One item of clothing wtuen was fur- 
nished to Dr Lattimcr was the cnck 
brace which Kennedy was wearing at 
the time of the assassination. 

This was a kmlcd. elastic ’Ace* 
bandage designed to relieve nam from 
a wart 'me back injury. 

Kennedy won* ,v> e bandit; ■' MyT’ 1 * 
wrapped in a tigxire-e'gri, through i !s 
crotch and arc uni. ius lower Incfc jj 
help immobilize tho lower -ipim 1 . 
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r. A New York surgeon, the ifettl ' jortr^ed the path of tiic bullet into 

to study this jP the deceit of Kennedy'; 


io* siuay li t 'iwfx *- ujc urve, v* Kennedy s neck and oat 
autopsy X-rays, ftas ra/fifveri ■ .the base of Ins throat as if •’ v; ■' e 
Dist. Atty. Jim Garrison’s t hateful traveling almost parallel to the 
JqFJv was shot from the front, contend- ground, but the autopsy pictures show 
ing the angle of the feoDett fcft &2 the front bullet hole is considerably 
President show they came from above lower than the one in the back, 
aad/behind. •* Dr. Lattimer concluded that if the 

i'Dc. John K. Lattimer of Columbia ?Warren Commission and its s*aif had 
University’s Coliege of Physicians and been allowed access to the pictures 
Surgeons’ claimed the initial build '.and X-rays, which have been soa’ed in 
that passed through X imedy's body ti\e National Archives, they could have 
toofca distinctly nwre downward angle .made a stronger case for he cunciu- 
thau the dr 3 wuigs released by ’he sion that Lee Harvey Oswald fired all 
Warren Kepor* indicate. tht shots at the President in Dallas 

“If anyme ver<? to have shot him Deaky Plaza Nov. 22 19JW. 
fror; from, they w.d lv>« had to . r -»mson m !he tnal * 5‘?> ^ 
be *u*t»g .a tj floor « ’he ear ia Show « charges 01 coo**. tag to_k.ll 
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S* :.u f timer contejtded that aithpugii 
tne firt»t ballet would riot have killed 
the president and even though he was 
slumped over, the second struck him 
five seconds later while “he was still 
sitting upright and vas highly visible.” 

Dr. Latt»mer said the back brace 
could have helped keep Kennedy up- 
right after he was hit by the first, so 

that he was exposed for the second. 

DURING THE Shaw trial the prose- 
cution produced several witnesses who 
testified that Kennedy was knocked ' 
backwards by the final shot, which 
Garrison claimed came from the front. 

The DA’s office also attempted to 
use a movie taken of the assassination 
to prove its theory on a front shot, but 
one FBI photo expert said the direc- 
tion the blood and brain matter flew 
proved the shots came from behind. 

Still more dispute has centered 
around the bullet that wounded Secre- 
tary of the Treasury John B. Connally, 
who was then governor of Texas, rid- 
ing in the front seat of the presidential 
car. 

Dr. Lattimer said tests he conducted 
. with weapons slmiliar to the Oswald 
rifle penetrated 47 inches of pine wood, 
which reinforced the Warren Commis- 


sion contention that the bullet that 
passed through Kennedy hit Connally. 

The autopsy records, which L J r. Cat- 
timer was allowed to examine, have 
been housed in the National Archives. 
Records show that only twice has the 
government asked to sec these items. 
The first was when the physicians who 
performed the autopsy authenticated 
the pictures, and the second came in 
connection with Garrison’s c uit for re- 
lease cf the documents. 
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UNDER TERMS of a contract with 
the Kennedy family, only “recognized 
experts in the* field of pathology or 
related areas of science or technology” 
may see the items and these restric- 
tions will remain in effect as long as 
any of the late president’s immediate 
family lives. 

Burke Marshall, deputy dean of tne 

Yale Law School, decides which ex- 
perts may see the material and so far 
only Dr. Lattimer has been authorised 

Marshall said he is considering the 
requests of two other pathologists, In 
eluding Dr. Cyril FI. Wee hi. a crith 
the Warren Report, who has argued 
for release of these documents to clear 
up r^hat he contends are discrepancies 
in the commission’s findings. 




